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DEVALL. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY.MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 

02/17/2012 



Gabriel O’Malley 

Assistant District Attoniey, Suffolk County 
Dear ADA O’Malley, 

Enclosed is the infonnation you requested in regards to Commonwealth Included 

are copies of the following; 

1. Dmg Analysis Laboratoiy Receipt. 

2. Control Cards with analytical results for saiiiples^^^|^^^| 

3. Analysis sheets with custodial chemist’s hand notations and test results. 

4. GC/Mass Spectral analytical data for samples 

Annie Dookhan was the custodial chemist and performed the preliminary testing and net weight for 
this sample. Kate Corbett analyzed the GC/MS data for this sample. 

If you have any questions about these materials, please call me at the number below. 



Chemist 


Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6622 
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DESCRIPTION OF ITEMS SUBMITTED 

■ 

GROSS 

QUANTITY 

LAB USE ONLY 

GROSS ANALYSIS 

WEIGHT NUMBER 


/ pi? 

■ A 97. 










Nol 


Date Analyzed: 


City: Boston D.C.U. Police Dept. 
Officer; P.O. Diana Lopez 

Amount; 

No. Cont; 1 

Date Rec’d: 07/21/2010 
Gross Wt.; 1-87 


Findings: 


1 


'(0 


Prelim: 


Subst: SUB 
No. Analyzed: 


Net Weight: O 

# Tests; ^ 


> 
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DRUG POWDER ANALYSIS FORIVI 

SAMPLE# 

No. of samples tested; y_ 


ANALYST 
Evidence Wt 





PHYSICAL DESCRIPTION: 

^c\.\ iOe'A 

v'a ^ .^ic= 


GrossWt( 

Gross Wt ( ):__ 

Pkg.Wt: ________ 

NetWt: O-O'nS^ 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( '-) -V 
Marquis •" 
Froehde's 
Mecke's 


MIcroctvstalline Tests 
Gold 

Chloride _ 

TLTA ( ~') -r- 
OTHER TESTS 


PRELIMINARY TEST RESULTS 

RESULTS CQCQljxr. 

DATE 


GC/MS CONFIRMATORY TEST 
RESULTS 
MS 

OPERATOR \CA6 _ 

DATE "1 - ^ O 

Revised 7/2005 
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Area Percent / Library Search Report 


Information from 
Pile Name : 
Operator : 
Date Acquired : 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMethi 
Integrator : 


Data File: 

F:\Q3-2010\System7\07_28_10\733670.D 

KAC 

29 Jul 2010 00:41 

BLANK 

2 

DRUGS.M 
RTE 



Abundance TIC: 733670.DWata.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


733670.D 


Wed Feb 08 13:20:28 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name ; F:\Q3-2010\System7\07_28_10\733671.D 

Operator : KAC 

Date Acquired : 29 Jul 2010 00:54 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 71 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 


Abundance 


TIC: 733671.D\data.ms 



Time-> 2.00 2.50 3.00 3,60 4.00 4.50 6.00 5.50 6,00 6.60 7.00 7.50 8.00 8.60 9,00 9.60 


Ret. Time 

Area 

Area % 

Ratio % 

4.733 

1901761 

100.00 

100.00 


733671.D Wed Feb 08 13:20:33 2012 Page 1 


Corbett email PRR 000710 








Area Percent / Library Search Report 


Information from Data File: 

File Name : F;\Q3-2010\System7\07_28_10\733671.D 

Operator : KAC 

Date Acquired : 29 Jul 2010 00:54 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 71 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 4.73 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.707 to 4,903 min.: 733671.D\data,ms (-) 



Abundance . ' #29: COCAINE 



733671.D Wed Feb 08 13:20:33 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

Pile Name 

F:\Q3-2010\System7\07 28 10\733679.D 

Operator 

KAC 

Date Acquired 

29 Jul 2010 2;3S 

Sample Name 

BLANK 

Submitted by 

ASD 

Vial Number 

2 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance T!C: 733679.D\data.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


733679 .D 


Wed Feb 08 13:20;48 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name ; F ;\Q3-2010\Systein7\07_28_10\733680 . D 

KAC 

29 Jul 2010 2:47 


Operator 
Date Acquired 
Sample Name 
Submitted by 


ASD 


vial Number : 
AcquisitionMeth; 
Integrator : 

80 

DRUGS.M 

RTE 


Abundance 


4.' 

TIC: 733680.D\ct3ta.ms 

'39 

3000000 




2000000 




1000000 

0 

Time-> 

2.^9 

3.913 

1 


2.00 2.50 3,00 

3,50 4.00 4.50 

6.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 

Ret. Time 

Area 

Area % Ratio % 

2.139 

3 . 913 
4.739 


109423 2.56 3.06 

587807 13.77 16.46 

3572017 83.67 100.00 


733680.D 


Wed Feb 08 13:20:52 2012 


Page l 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator ; 


Data Pile; 

F; \Q3-2010\System7\07_28__10\733680 .D 
KAC 

29 Jul 2010 2:47 


ASD 

80 

DRUGS.M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NIST05a.L 

Minimum 

Quality: 80 


C:\Database\PMW_TOX2.L 



PK# 

RT Library/ID 

CASff 

Qual 


2.14 C:\Database\NIST05a,L 

Ecgonidine, methyl ester 127379-24-2 98 
2-Carbomethoxy-8-methyl-8-azabicycl 043021-26-7 95 
2(IH)-Pyridinone, 4-hydroxy-6-methy 007135-82-2 52 


42 


Abundance 

80 

60 
40j 
20^ 

0 t-T-J' 

mlz-> 40 50 

Abundance 

80 

soi 

40 

20 

0 


Average of 2,096 to 2.282 min.: 733680.DVdala.ms (-) 

1$2 


r 82 

122 



57 fiP, 

106 

1 


138 

1 166 



-r-f-it 

[Vr-ri 

1 1 1 

ll-T-VT-fi-k-v-T-r-vr-J 


181 


207 


60 70 80 90 100 110 120 130 140 150 160_ 170 180 190 200 

#43743: Ecgonidine, methyl ester 

1$2 


181 


122 



106 : 

r 1 1 1 ’. r fs ■I'^i i“i "i 1 + T I" T ! ‘ 1 h ‘ 1 ( 1 ! \ 

138 1 

1 1 t > i‘l {‘i 1 1 T t 1 1 

.166. 



m/z-> 


40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 


733680.D Wed Feb 08 13:20:52 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File; 

Pile Name : F:\Q3-2010\System7\07__28_10\733680.D 

Operator : KAC 

Date Acquired : : 47 

Sample Name : 

Submitted by : 
vial Number : 80 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 3.91 C:\Database\NIST05a,L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance Average of 3,881 to 4.146 min.: 733680.DWata.ms (-) 



Abundance #59447: Imida2o[2,1-b]thiazoi0, 2,3,5,6-tetrahy<Jro-6-phenyt-, (S)- 

148 204 



733680.D Wed Feb 08 13:20:53 2012 Page 3 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q3-2010\System7\07_28_10\733680.D 
KAC 

29 Jul 2010 2:47 


80 

DRUGS,M 
RTE 


Search Libraries; C:\Database\SLI.L Minimum Quality; 80 

C;\Database\NIST05a .L Minimum Quality; 80 

C:\Database\PMW TOX2.L 


PKtt RT Library/ID 


CAS# Qual 


4.74 C:\Database\SLI.L 
COCAINE 


000050-36-2 


99 


Abundance 

80 

60 

40 

20 


m/z-> 40 

Abundance 

80 

60 

40 

20 


m/z-> 


40 


82 


42 


155 68 

l . iii.i i.lii. 


Average of 4.696 to 4.892 min.: 733680.DWata.ms (-) 

162 


94 


105 


122 


140 


152 166 




198 


303 


272 


208 222 242 258 


60 


80 100 120 


82 


140 


160 _ 

#29; COCAINE 

182 


r-fr-t-r r"|' T r r r-f- T r■■i -r-f -v-r-r-r-7- 

180 200 220 240 260 


-1-7- 

280 


288 


300 


94 


42 


.55 68 


105 


.1, 


122 


152 166 


L 135 


60 


198 


1~ 


214 


244 259 


272 


80 100 120 140 160 180 200 220 240 260 280 


303 


300 


733680,D 


Wed Feb 08 13:20:53 2012 


Page 4 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\System7\07 28 10\733694,D 
KAC “ " 

29 Jul 2010 5:44 

BLANK 


DRUGS.M 
RTE 


Abundance TIC: 733694.DWala.ms 



Ret, Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


733694.D 


Wed Feb 08 13:21:10 2012 


Page l 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator : 

Data File: 

F:\Q3--2010\System7\07 28 10\733695,D 

KAC 

29 Jul 2010 5:56 

COCAINE STD 

95 

DRUGS.M 

RTE 

Abundance 



TIC: 733695.D\data.ms 



4. 

'39 

1500000 




1000000 




500000 




n 




Time-> 

2.00 2.50 3.00 

3.50 4.00 4.60 

'' ' I ' ' ' ' i ' ' ' ' 1 1 rr'^'"'T''-rnnr-pTrr-i--]-T-T--c-i-y-T-i--i-T-yT-r--i-T^^^^^ 

6.00 5_,50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 

Ret. Time 

Area 

Area % Ratio % 

4,739 


1724699 100.00 100.00 


733695.D 


Wed Feb 08 13:21; 14 2012 


1 
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Area Percent / Library Search Report 


Information from 

Data File: 



File Name : 

F:\Q3-2010\System7\07 28 

10\733695 ,D 


Operator : 

KAC 



Date Acquired : 

29 Jul 2010 5:56 



Sample Name : 

Submitted by ; 

COCAINE STD 



Vial Number : 

95 



AcquisitionMeth: 

DRUGS . M 



Integrator : 

RTE 



Search Libraries 

; C:\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NIST05a.L 

Minimum 

Quality: 80 


C: \Database\PMW_TOX2.L 


PK# RT 

Library/ID 

CAS# 

Qual 


4,74 C:\Database\SLI,L 
COCAINE 


000050-36-2 


99 


Abundance 

80 

60 

40 

20 


82 


Average of 4,691 to 4.871 min.: 733695.D\da)a.ms {-) 
182 


94 


105 


42 


, i 37 I I 


122 


135 166 


Vr-i-f 


198 


272 


303 


m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


I i 208 222 242 259 I 288 I 

t -r r-t ^ ‘ r T ^ ^ n - r-^- T Y"r"v f i -j-^i-r- 


Abundance 

j 

80l 

60 

40 


8^ 


#29: COCAINE 


182 


94 


20 


i 42 


or 


^55 68 


105 


122 


135 


152 166 


I! I ' i . I 


198 


214 


244 259 


272 


303 

I -T- 


I ' ' ' ‘ ) ' ' ' ‘ 1 ' ■ ■ ' 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


733695 .D 


Wed Feb 08 13:21:15 2012 


Page 2 
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